Brief comment text:

I read with great concern regarding the proposal that would reconfigure the 902-928 MHz band to accommodate NextNav Inc. As a 47 year active Extra-class licensed amateur radio operator, this spectrum is very important to amateur radio for the purposes of communication, development and testing. Not only is this spectrum used by amateur radio but also by other industries, such as healthcare. The NextNav operation would likely cause interference and shortening of operational range. I sincerely hope that the Commission reconsiders this approval. 
